REGISTER OF 

CLASSIFICATION DECISIONS 


Title of Publication: 

Du Levande 


Other Known Title: 

You The Living 


Format: 

DVD 


Director / Author: 

Roy Anders son 


Producer/Publisher: 

Philippe Bober, et al. 


Country of Origin: 

Sweden 


Language: 

Swedish, with English subtitles 


Applicant: 

The Film and Video Labelling Body Inc. 

Distributor: 

New Zealand Film Festival Tmst 


Classification: 

Unrestricted: Suitable for mature audiences 16 years of 
age and over. 

Descriptive Note: 

Contains sex scenes. 


Display Conditions: 

Not Applicable 


Date of entry in Register: 

11 July 2007 


Date of direction to issue a label: 11 July 2007 


OFLC No: 

701626 


Unexcised version of publication: 



Components 


Feature: 

Du Levande 

89.50 

Total running time: 


89.50 

Excisions: 

No Excisions Recommended. 
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Reasons for excisions: 


Not Applicable 

Summary of reasons 
for classification: 

Not Applicable 
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